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3.125 ( a ) REPEAT NCI 

FACILITIES, GENERAL. 

3.125(a) Structural strength. REPEAT NCI The facility must be constructed of such material and of such strength as 
appropriate for the animals involved. The indoor and outdoor housing facilities shall be structurally sound and shall be 
maintained in good repair to protect the animals from injury and to contain the animals. 

The bar with the exposed sharp end remains in the enclosure housing Pebbles. Bam-Bam, and Thunder. 

This poses a physical hazard to the animals. 

The area must be altered or repaired to remove the hazard. Number of animals affected: 03. 

3.127 { a ) REPEAT NCI 

FACILITIES, OUTDOOR. 

3.127(a) Shelter from sunlight. REPEAT NCI When sunlight is likely to cause overheating or discomfort of the animals, 
sufficient shade by natural or artificial means shall be provided to allow all animals kept outdoors to protect themselves from 
direct sunlight. 

The facility continues to be deficient in the provision of adequate shelter from the sunlight. The temperature at the time of the 
inspection was 90.2 degrees Fahrenheit. With the humidity factored in the temperature was 101.8 degrees Fahrenheit. All 
animals were observed with rapid open mouth breathing. 

Failure to provide adequate shade does not protect the health and well being of the animals. 

The facilities must be modified so as to provide sufficient shade at any given time of the day. Number of animals affected; 22. 

This inspection focused only on the REPEAT NCI's from the July 31, 2006, inspection. The inspection and exit review were 
conducted in the presence of the license holder, and the Environmental Specialist for Sauk County, and Cynthia Neis, 
ACI/USDA/APHIS/AC/WI. This is an amended report. This report replaces the report identified with the following numbers: 
custjd: 27617; inspjd; 168937; and sitejd: 30817. The temperatures listed on the narrative of that report erroneously 
referred to the temperatures from the July 31 , 2006, inspection. End of report. 



Prepared By; 

CYNTlflA NEIS, A C 1 . USDA'T^HIS, Animal Care 
Title: ANIMAL CARE INSPECTOR . Inspector ID: 1041 

Received By: 

CERTIFIED MAIL 

Title: 7002 0510 0002 8595 1256 


Date: 

AUG- 14-2006 
Date: 

AUG- 14-2006 


Page 1 of L 




